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A 
10/17/2013 
DGW 


7 
B 
10/17/2013 
-25 was 4.5" now 4.055" 
DGW 


7 
C 
11/12/2013 
Added -36 
DGW 


11 
D 
12/30/2013 
"D" HOLE WAS .375 R NOW .435 R 
JT 


2, 5, 13 
E 
2/26/2014 
Added sharp corner to -16 and move angle cut on -34, -10 2.7" holes were 1.548", -25 3.75" was 4.055" and 4" was 4.5" 
DGW 


11 
F 
06/19/2014 
Added 4x 0.110 holes to -31 
ZT 


1 
G 
11/14/14 
Added 0.399 X R0.103 SLOTS, Added 4 holes to top view for universal fitting 
PDM 


6 
H 
02/27/15 
CHANGED -20 -- 2.100 DIA HOLE WAS 2.255, 0.177 DIA HOLES WERE 0.125, 1.040 HOLE DIM WAS 1.050, 1.730 HOLE DIM WAS 1.750, 1.070 RECT. DIM WAS 


1.055, 0.140 DIM WAS 0.100, ADDED 0.037 DIM. 
JT 


6 
I 
03/04/15 
CHANGED -20, 2.270 DIA HOLE WAS 2.100.ADD ENGRAVE NOTES TO -11,-22 and-27.-11 DIA1.045 TO 1.060.-10 DIM 2.70 to 2.65.ADDED HOLE TO -12 (FOR -12 


ONLY).-13 DIM 2.038 TO 2.00.-16 OBSOLETED. CHANGED LENGTH ON -33 AND -17, WERE 9" NOW 8.8". 
JT/PDM 


15 
J 
7/13/15 
ADDED -38 GTS 800 BRACKET 
KEW 


15 
K 
7/27/15 
-38 CHANGED HOLE SIZEFROM 0.19 TO 0.173 
KEW 


3,7,9,14, 
15 
L 
8/31/2016 
REPLACED ALL REFERENCED DIMENSIONS FOR FOLD LINES, ADDED MATERIAL SPECS 
PDM 


2,3 
M 
11/30/16 
-11 HEIGHT CHANGED FROM 4.88 TO 4.939/ HOLE SPACING FROM 1.555 TO 1.628. -10 HEIGHT 5.95 CHANGED TO 5.93, -13L/-13R HEIGHT CHANGED FROM 


5.50 tO 5.564 (FLAT PATTER) 4.88 TO 4.94 (ON FOLDED MODEL), HOLE SPACING FROM 1.555 TO 1.628 
PDM 


2 
N 
6/5/17 
MOVED REVISION BLOCK ON FIRST PAGE, REPLACED -21 WITH THE MOST CURRENT REV H MODEL 
PDM 


18 
O 
7/14/17 
ADDED -39, THEN REMOVED AND PLACED IN C206PS-1000 
PDM 


4 
P 
12/27/17 
ADDED BEND TABLE AND CALLOUT TO -13L/R. 
EW 
JT 


17 
Q 
4/17/19 
ADDED -40 CABLE HOOD 
ZA 


15 
R 
10/26/21 
-37: ADDED REFERENCE DIM TO BENT PART TO CLAIRIFY BEND DIRECTION. MOVED COUNTERSINK NOTE. 
DT 
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C206ARS-1000-21 
MATERIAL: 6061-T6 AMS 4150, 4160, 4173 AMS QQ-A-200/8 
FINISH: BLACK POLYESTER POWDER COAT CARDINAL P/N: C241-BK303 


2.500 


0.125 


MAX R 0.063 


1.560 


0.450 
2X 
SLOT- R.103 


5.906 
5.350 


1.177 


18° 


R0.405 2X 


R0.188 2X 


0.400 


0.900 


1.155 2X 


19° 


0.900 2X 


2.060 2X 


1.010 2X 


2.170 2X 


2.500 


7.687 


R0.375 2X 


6.187 2X 


5.500 2X 


2.187 2X 


1.500 2X 


8X n0.170 THRU 
w n0.345 X 100° 
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n0.136 THRU 


v n0.322 


-12 PLATE ONLY 


2X 6-32 UNC - 2B x 0.250 


6X 6-32 UNC - 2B x 0.250 


0.315 


4.410 


0.500 


2.500 


2.500 


0.250 
0.250 


0.090 
0.250 
0.125 
2X 


0.125 
2X 


0.397 
3X 


n0.115 
3X 


n0.440 
3X 


n1.060 


6X n0.145 THRU 
w n0.250 X 100° 


0.770 
3X 


2.657 
2X 


0.566 


0.566 
0.371 


0.750 
2X 


0.750 
2X 


0.498 
2X 


0.372 
2X 
0.566 


0.566 


0.124 
0.188 
2X 


2.150 
2X 


1.650 
4X 


0.850 
2X 


0.365 
2X 
3.265 
2X 


0.625 
2X 
0.375 
2X 


1.935 
2X 


0.290 


5.93 


2X n0.160 THRU 
w n0.270 X 100° 


10X n0.090 THRU 
w n0.175 X 100° 
n0.228 
4X 


MATERIAL: 0.063" 6061-T6 AMS QQ-A-250/11, 4025,4026,4027 
FINISH: BLACK POLYESTER POWDER COAT CARDINAL P/N: C241-BK303 
ENGRAVE AFTER FINISH 


C206ARS-1000-12 & -22 
MATERIAL: 0.250" 6061-T6 AMS QQ-A-225/8, QQ-A-200/8 ASTM-B221 
FINISH: BLACK POLYESTER POWDER COAT CARDINAL P/N: C241-BK303 


MATERIAL: 0.063" 6061-T6 AMS QQ-A-250/11, 
4025,4026,4027 
FINISH: BLACK POLYESTER POWDER COAT CARDINAL 
P/N: C241-BK303 


4.540 


2.650 
4X 


5.350 


3.780 


4.435 
2X 


6.00 


0.118 
6X 


0.375 
2X 


1.250 


1.580 


0.170 


2.150 
2X 


C206ARS-1000-11 


C206ARS-1000-10 


0.650 


2.000 


n0.221 
#2 
(-12 ONLY) 


ENGRAVE AFTER FINISH (-22 ONLY) 
THIS SIDE 


1.628 2X 
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6.000 
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0.390 


1.110 
2X 


3.870 
2X 
0.240 


0.344 


0.312 


6.00 


0.344 


0.312 


0.170 
4X 


n0.170 
4X 


n0.230 
2X 


(1.480) 
R0.192 
4X SPOTFACE 


4.953 


0.760 


UP 90° R0.125 


5.578 


6.00 


0.850 


2.150 


2.150 


3.453 
3X 
1.628 
3X 
0.132 


(0.692) 
FOLD 


2.023 


1.850 
2X 


n0.110 
RIGHT SIDE ONLY 
2X 


n0.228 
2X 


n0.140 


6X n0.145 THRU 


w n0.250 X 100° 


0.500 
2X 


C206ARS-1000-13L/R 
MATERIAL: 0.063" 6061-T6 AMS QQ-A-250/11, 4025,4026,4027 
FINISH: BLACK POLYESTER POWDER COAT CARDINAL P/N: C241-BK303 


C206ARS-1000-18 
MATERIAL: ES37200-1 
FINISH: BLACK POLYESTER POWDER COAT CARDINAL P/N: 
C241-BK303 


2.500 
2X 


2.500 
2X 


4X n0.098 THRU 


w n0.179 X 100° 


5.288 


(0.365) 


2.000 


R0.125 


0.290 


BEND CHART 


1st BEND 


PUNCH 
#9 


DIE 
#20 


ANGLE 
85° 


DIMENSION 
.705 
1ST BEND 


DETAIL A 
SCALE 2 : 1 


SECTION B-B 
SCALE 1 : 1 
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A 


B 


B 


7.000 


0.112 


1.270 


1.270 


1.270 


1.270 


0.188 
5X 


0.188 
1.280 
1.280 
1.282 
1.282 
4X 


5.500 


1.062 
2X 


0.270 


1.240 


1.352 


1.350 


1.538 


3.750 


1.000 


0.390 
2X 


0.525 
3X 
1.300 


0.400 


2.700 
2X 


0.075 


2.025 


2.175 


1.788 


0.809 
0.188 


0.140 


0.140 


0.218 
2X 


0.219 
2X 


1.050 


0.300 
2X 


n0.098 
24X 


n0.170 


n1.160 


n0.700 


n0.190 
2X 


C206ARS-1000-14 
MATERIAL: 0.063" 6061-T6 AMS QQ-A-250/11, 4025,4026,4027 
FINISH: BLACK POLYESTER POWDER COAT CARDINAL P/N: C241-BK303 


8.875 


1.000 


1.000 


0.288 


0.218 
0.219 


0.219 
0.218 


8.300 


C206ARS-1000-17 
MATERIAL: 1" X 1" x 0.063" ANGLE 6063-T52 PER QQ-A-200/9 
FINISH: BLACK POLYESTER POWDER COAT CARDINAL P/N: 
C241-BK303 


0.520 
6X 


1.50 


0.063 


0.771 


2.00 


1.000 
2X 


R0.125 
6X 


R0.16 


0.625 


0.500 


R0.313 
0.250 


0.063 


0.500 


33° 


R0.13 


n0.147 
2X 


C206ARS-1000-23 
MATERIAL: 6061-T6 AMS QQ-A-225/8, QQ-A-200/8, ASTM-B221 
FINISH: BLACK POLYESTER POWDER 
COAT CARDINAL P/N: C241-BK303 


n0.170 
2X 


4X n0.098 THRU 
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R0.090 


0.750 


2.00 


0.595 


R3.000 


R3.292 


R0.188 
6X 


0.500 
3X 


0.375 


0.375 


R0.375 


9.00 


0.260 


2.750 


0.500 


0.420 


n0.135 THRU 
w n0.240 X 100° 


n0.150 THRU 


2.878 


1.545 


1.020 


R0.125 
3X 


2.000 


2.000 


47° 


R0.090 
2X 


0.125 


C206ARS-1000-15, -24 
MATERIAL: 6061-T6 AMS 4150, 4160, 4173 AMS QQ-A-200/8 
FINISH: BLACK POLYESTER POWDER COAT CARDINAL P/N: C241-BK303 
C206ARS-1000-24 MIRROR IMAGE 


0.412 
3X 
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R0.375 
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C206ARS-1000-20 
MATERIAL: 6061-T6 0.063" AMS QQ-A-250/11, 4025, 4026, 4027 
FINISH: BLACK POLYESTER POWDER COAT CARDINAL P/N: C241-BK303 


0.751 
2X 
0.938 


3.333 
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4.883 


1.750 


7.956 


1.875 
2X 
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1.070 


1.453 


1.450 


0.950 


0.146 


1.730 
2X 


0.140 


0.548 
2X 
0.563 
2X 


3.525 
2X 


3.800 


0.938 
TYP 


0.688 
0.373 


0.848 
2X 


0.640 


n0.206 
3X 


n0.150 
4X 


n0.177 
4X 


n0.150 
2X 


8.75 


0.500 


3.975 


4.475 
R3.18 


56° 


n2.270 


1.875 
2X 
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0.38 
2X 


3.750 


4.25 


4.00 


(0.31) 
2X 
FOLD 


1.177 
2X 
1.900 
2X 


1.900 
2X 


1.050 
2X 


n0.201 
4X 


0.950 
1.150 


n0.516 


C206ARS-1000-25 
MATERIAL: 6061-T6 0.032" AMS QQ-A-250/11, 4025, 4026, 4027 
FINISH: BLACK POLYESTER POWDER COAT CARDINAL 
P/N: C241-BK303 


C206ARS-1000-36 ANGLE 
MATERIAL: 6061-T6 0.040" AMS QQ-A-250/11, 4025, 4026, 4027 
FINISH: BLACK POLYESTER POWDER COAT CARDINAL 
P/N: C241-BK303 


7.250 


1.454 


R0.250 


0.450 


0.750 


0.470 


1.090 


0.500 


5.685 
0.375 


0.875 


0.466 
2X 


0.366 
2X 


n0.144 
4X 


DOWN 90° R0.125 


R0.125 


R0.188 2X 


(0.417) FOLD 
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0.947 
0.947 
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R0.125 
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0.822 
3X 
1.450 
2X 
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3X 


0.287 
3X 
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3X 
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1.244 
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3.176 
4X 


0.368 
5X 


C206ARS-1000-27 
MATERIAL: 6061-T6 1/4" X 6" BAR 
SPEC: QQ-A-250/11 ASTM-B221 
FINISH: BLACK POLYESTER POWDER COAT CARDINAL 
P/N: C241-BK303 
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-28 
MATERIAL: 6061-T6 0.063" SHEET AMS QQ-A-250/11, 4025, 4026, 4027 
BEND RADII: 0.125" 
FINISH: BLACK POLYESTER POWDER COAT CARDINAL P/N: C241-BK303 
-29 
MATERIAL: 6061-T6 0.040" SHEET AMS QQ-A-250/11, 4025, 4026, 4027 
BEND RADII: 0.125" 
FINISH: BLACK POLYESTER POWDER COAT CARDINAL P/N: C241-BK303 
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-31 
MATERIAL: 6061-T6 0.040" SHEET, AMS QQ-A-250/11, 4025, 4026, 4027 
FINISH: BLACK POLYESTER POWDER COAT CARDINAL P/N: C241-BK303 
ENGRAVE AFTER FINISH 
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-32 
MATERIAL: 7075-T6 AMS 4122, QQ-A-200/11, QQ-A-225/9 
FINISH: BLACK POLYESTER POWDER COAT CARDINAL P/N: C241-BK303 
ALT: C182ARS-1000-34 
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-33 
MATERIAL: 6063-T52 PER QQ-A-200/9 
FINISH: BLACK POLYESTER POWDER COAT CARDINAL P/N: C241-BK303 
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-35 BEAM 
MATERIAL: ES37200-1 
FINISH: BLACK POLYESTER POWDER COAT CARDINAL 
P/N: C241-BK303 
ALT: C206IR-2600-1 


-34 SPACER 
MATERIAL: 6061-T6 QQ-A-250/11 
FINISH: BLACK POLYESTER POWDER COAT CARDINAL 
P/N: C241-BK303 
ALT: C206IR-2500-1 
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-37 KEYBOARD BRACKET 
MATERIAL: ALUMINUM .032 6061-T6 PER QQ-A-250/11 AMS 4025, 4026,4027 
FINISH: BLACK POLYURETHANE POWDER COAT CARDINAL C241-BK303 


BREAK ALL SHARP EDGES 


FLAT PATTERN 


8.690 


3.634 


1.625 X2 
1.698 X2 


2.845 X2 


7.281 


1.623 X2 


3.540 X2 


5.040 X2 


66° X2 


0.032 


0.400 


0.400 


3.30 


R0.125 X6 


R0.063 X4 


R.1875 X2 


0.705 


9.37 


0.339 


8.86 


(0.366) 
2X 
FOLD 
BOTH SIDES 


(0.37) 
FOLD 


R0.060 
4X n0.150 w n 0.210 X 100° 


(3.650) 


DETAIL F 
SCALE 2 


1 


1 


2 


2 


3 


3 


4 


4 


A 
A 


B 
B 


C 
C 


D 
D 


ANGLES=` 1~ 
.XXX= `.010 
.XX = `.05 


TOLERANCES EXCEPT 


Technology 


.X = `.1 


WHERE NOTED: 
BY 


DRAWN 


DRAWING NUMBER 
TITLE 


SHEET 


DATE 
REV 
ECO 


PROTO 


THREADS: 


EXTERNAL:CLASS 2A 
INTERNAL:CLASS 2B 


-CONFIDENTIAL INFORMATION- 


THE INFORMATION AND DATA CONTAINED HEREIN IS 


PROPRIETARY AND IS SUBMITTED IN CONFIDENCE; AND 


SHALL NOT BE DISCLOSED, USED OR DUPLICATED FOR ANY 


PURPOSE WHATSOEVER WITHOUT THE PRIOR WRITTEN 


PERMISSION OF PARAVION TECHNOLOGY, INC. 


3RD ANGLE 
PROJECTION 


2021 PARAVION TECH. INC. 


PARAVION IS A TRADEMARK OF 
PARAVION TECHNOLOGY INC. 


R 


Inc. 


BY 


CHK'D 
APRVD. 


BY 


DO NOT SCALE DRAWING 


Paravion 


DIMENSIONS IN INCHES 


C 


C206 CHURCHILL 
ARS EQUIPMENT 


C206ARS-1000 


R 


16 OF 17 


DGW 
2/28/13 


4 



F 


0.688 


0.344 


12 X n0.173 THRU 


0.450 
0.450 


8.100 
1.950 


12.000 


5.500 


2.750 


q 


1.900 


0.588 


1.900 


q 


(3.457) 


(6.914) 
FOLD 


R0.250 
2 X 
TYP 


0.625 
2 X 


12.000 


R0.060 TYP 


FLAT PATTERN 


-38 GTS 800 BRACKET 
MATERIAL: 6061-T6 .063 THK PER QQ-A-250/11 AMS 4025, 4026,4027 
FINISH: SULPHER YELLOW POLYURETHANE POWDER COAT, CARDINAL RDL1016 
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-40 CABLE HOOD 
MATERIAL: 6061-T6 .063 THK PER QQ-A-250/11 AMS 4025, 4026,4027 
FINISH: BLACK POLYESTER POWDER COAT CARDINAL P/N: C241-BK303 
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